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times. But something of this character may be recog-
nized in the projecting lateral porches (Trpoo-raW?) of
the Erechtheion,1 and is possibly described by Vitruvius2
in the 'phrase, " columnis adiectis dextra ac sinistra ad
umeros pronai."

Besides the cella, a characteristic feature of a Greek
temple was the base (jcpr)iri$) on which it was set. The
variations of the base are, however, of little value in es-
tablishing types. In some cases the stepped base occurs
only in front of the temple, in others it is carried around
all sides. The character of the approach to the principal
entrance of a temple also varied from a gently inclined
ramp to steps of uncomfortable height. As we have seen
in a previous chapter, the number of steps in the krepi-
doma varied according to no set law. Vitruvius3 directs
that the steps in front of a temple be uneven, so that the
first and last step be made with the right foot, but this
superstition, though it may have been a very ancient one,
seems to have had little influence in determining the-char-
acter of the Greek temple base.

The most obvious characteristic of the Greek temple
was its porch, and the variations of this feature have been
long recognized as the basis for distinguishing various
types. These may be distributed into two general classes:
non-peripteral and peripteral porches.

Non-peripteral porches are those which do not make
the entire circuit of the temple cella. Of these there are
several varieties. The simplest is generally known as a
porch in antis (ev Trapaa-raffiv), and is treated as an en-
closure with lateral walls terminated by antae (jrapa,-

i Doerpfeld, Ath. Mitt., XXIX (1904), 101.
, a-Vitruvius, IV, 8, 4.                                           * Ibid., Ill, 4, 4..